To: Cohen, Nancy[Cohen. Nancy@epa.gov]; Deitz, Randy[Deitz. Randy@epa.gov] 

From: Gartner, Lois 

Sent: Mon 8/17/2015 6:13:32 PM 

Subject: Fwd: OSRTI's comments 

Please share w OPA per Jim 
Sent from my iPhone 
Begin forwarded message: 


From: "Gartner, Lois" < Gartner.Lois@,epa.gov > 

Date: August 17, 2015 at 2:08:19 PM EDT 

To: "Cohen, Nancy" < Cohen.Nancy@epa.gov >. "Bassler, Rachel" 

< Bassler.Rachel@epa.gov >. "Deitz, Randy" < Deitz.Randv@epa.gov > 

Subject: OSRTI's comments 


See below 

Sent from my iPhone 
Begin forwarded message: 


From: "Gartner, Lois" < Gartner.Lois@epa.gov > 

Date: August 17, 2015 at 12:36:09 PM EDT 

To: "Woolford, James" < Woolford.James@,epa.gov >. "Stalcup, Dana" 
< Stalcup.Dana@epa.gov >. "Gardner, Monica" < Gardner.Monica@epa.gov >. "Rigger, 
Don" < Rigger.Don@,epa.gov >. "Fitz-James, Schatzi" < Fitz-James.Schatzi@,epa.gov > 

Subject: My edits to statement on independent review 


My edits to proposed Statement- 


Contact: 

Press@epa.gov 


EPA Announces Department of the Interior DO I & Army Corps of Engineers to 
Lead Independent Review of Gold King Mine Release 


1802994 


ED 000552D 00012437-00001 



Review to include analysis of the cause of release ’ s c a use, contractor activities and 
government oversight 


WASHINGTON - The EPA announced today that the Department of the Interior’s 
(DOFs) Bureau of Reclamation (BOR) Joined by the U.S. Army Corps of Engineers 
(USACE), will lead an independent assessment of the factors that leading to the Gold 
King Mine release incident on August 5, 2015, in Colorado that affected the Animas 
and San Juan Rrivers. The assessment begins today, Monday, August 17, and the BOR 
will provide a report to thtyEPA within 60 days. 


The incident-specific review will provide an analysis of the release’s root cause of the 
release , a review of the agency’s oversight of contractor activities , contractor and 
qualifications, and-dig plan techniques, and historical review of the mining work at the 
Gold King Mine location. 


The goal of the BOR and USACE’s independent review is to provide the EPA with an 
analysis of the failure that took place at Gold King Mine, the contributing causes, and 
possible procedural mistakes. 


For additional information about the independent review, please contact the DOI’s 
press office. 


Outstanding QA - Need to decide if we have answer and if we want to include any 
of these in the statement 


Deliberative Process/Ex. 5 


1802994 


ED 000552D 00012437-00002 



Deliberative Process/Ex. 5 


Thanks, nancy 


Nancy Cohen 
U S. EPA OSWER 
202 . 566.0171 


1802994 


ED 000552D 00012437-00003 



